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PRINTED AND PUBLISHED BY times, when I have felt truth lead toward it, I vass, the surges making a clean breach over the 
JOHN RICHARDS, have found myself disqualified by a superficial deck; the passengers, of course, gave themselves 
Re. 299 Market Street friendship. As the sense thereof hath abased me,|up for lost, and even the erew are said to have 

«¥ Oe ° , 


: ble i and my cries have been to the Lord, | have been been pretty nearly of the same opinion. How- 

Every Seventh-day, at Two Dollars per annum, pay ¢ tumbled and made content to appear weak, or as ever, the wind went down at Jast,—the sea grew 
advance. Three copies sent to one address for Five Dollars.) 

a fool, for his sake; and thus a door hath opened comparatively sinooth, and in twenty-four hours 

to enter upon it. ‘To attempt to do the Lord’s more, they found themselves on the banks of 

work in our own way, and to speak of that which! Newfoundland. The writer thinks that it was 

AGENTS,— ; is the burthen of the word, in a way easy to the fortunate for them that the storm had not caught 

Sree ier, bechested Pearl Street, N. Y. natural part, doth not reach the bottom of the}them in the short swell of these shallow waters, 

disorder. To see the failings of our friends, and|as was probably the case of the President, whose 

; think hard of them, without opening that which melancholy fate so long excited, and still excites, 

we ought to open, and still carry a face of friend- a feeling of surprise and sorrow in the public 


Communications addressed-to the Publisher, must be 
free of expense. 


For Friends’ Weekly Intelligencer. 


INWARD AND SPIRITUAL WORSHIP; ship, this tends to undermine the foundation of mind. 
Or, the Heart of Man the Temple of the Deity. true unity. It was lost in this veryestorm. Next day came 


The pearl of eternity is the church or temple The office of a minister of Christ is weighty; another of the sea wonders. The cry of land 
of God within thee, the consecrated place of Di-|and they who now go forth as watchmen, hadjstarted them all from the dinner table; but the 
vine worship, where alone thou canst worship need to be steadily on their guard against the land happened to be’an immense field of ice, 


God in spirit and in truth: in spirit, because ¢hy Soares of prosperity and an outside friendship. which, with the inequalities of its surface, and the 
spirit is that alone in thee which can unite and John Woolman. effect of refraction, presented some appearance 
cleave unto God, and receive the workings of his cnsligigilaidlaiieniideaniiiit of a wooded country. On that night the cry of 


Divine spirit upon thee; in truth, because this) NORTH AMERICA, SIBERIA, AND RUSSIA. |“ Light a-head,”” while they were still several 
adoration in spirit is that truth and reality, of hundred miles from land, excited new astonish- 
which all outward forms and rites, though insti-| _ , : ment. “ All the knowing ones” clearly distin- 
tuted by God, are only the figure for a time: but work entitled, ‘A Narrative of an Overland Jour-| guished a magnificent revolver. The paddles 
this worship is eternal. Accustom thyself to the | ney Round the World; by Sir George Simpson, were accordingly stoppe@ to have a cast of the 
holy service of this inward temple. In the midst Governor-in-chief of the Hudson Bay Company's !ead; but in another half hour it was ascertained 
of it is the fountain of living water, of which thou that the revolver was @ bewly risen star. 

mayst drink, and live forever! ‘There the mys- 
teries of thy redemption are celebrated, or rather 
opened, in life and power; there the supper of the 
Lamb is kept, “that bread which came down 
from heaven,”’ of which, * if any man eat, he shall 
live forever,’ is thy true nourishment. ~All is 
done and known, in real experience, in a living 
sensibility of the work of God on the soul! There 
the birth, the life, the sufferings, the death, the 
resurrection and ascension of Christ are not 
merely remembered, but inwardly found and en- 
joyed, as the real states of thy soul, which has 
followed Christ in the regeneration. When once 
thou art well grounded in this inward worship, 
thou wilt have learned to live unto God, above 
time and place, for every day will be holy to thee; 
and wherever thou goest, thou wilt have a priest, 
a church, and an altar along with thee. Thus, 
when God has all that he should have of thy 


The following is abridged from a review of a 


territories in North America.”’ 


’ eon t length land was really seen, and afier a run 
The circumnavigation of the world is now a A > . , 


matter of ordinary occurrence to our bold mari- a aan “— wr es oe wueter 
; 2 . ’ i ax. as sion was “ir true cesti- 
ners; but a circuit of the globe on terra firma is, — 7 ee eee 
wie baliene, wae : nation, they steered for it at once. heir pro- 
‘ ‘ 
on . . yress had been rapid, for they entered Bosion 
rhis spread of emigration to the north is a Rte ; i mo " SS a 
° P P é cabits & OUTS » ‘ ra) { is ce 
curious instance of the reflux of the human tide; 787") IPSN thy ele ere 
for, from the north evidently was Europe origi of 390 miles. Boston ie more English-locking 
, > itly was & 1g1- ; ot ~The : } ! , 
nally peopled. Japhet was a powerful propeller; than New York. Fhe genlly-eadelsting shores 
and ehen ts be hee dwelt ta the.tents of Bhem of the bay. highly cultivated, bring to memory the 
‘ ? ‘ ’ : . . 
he is likely to overwhelm the whole territory of 2'¢e” bills of England; and within the town the 
. “ ' ‘ ’ : 
the southern brother once more. ‘The ‘Turk. the, 2Y!dings and the inhabitants bave a peculiarly 
. : , . “nglish ai 
Egyptian, the man of Asia Minor, the man of Englist 3 ; ‘atel 
Thrace, will yet be but tribes in that army of the , i econ "1 “a pe 4 <7 a i ae 
new Xerxes which, pouring from Moscow, and an a. aa a - Ne 5 Ys PT his” a 
impelled from St. Petersburg, will renew the in- ao . 2 ann eee ‘2 aa ‘vt 
‘ : ; > Ve ) : erica. Sis 
vasions of Genghiz and Tamerlane, and try th os ~~ oe a. is of Se " 19 anon 
: J “e s a villave tee se t 
civilized strength of the west against the wild cou- place was a village o! but nineteen houses. | 
rage and countless multitudes of ‘Tartary. Into "°™ contains 19,000 inhabitants, with churches, 


tels, prisons, anks. sre the A. 
this strange, but important, and prospectively) hotels, prisons, and bank Here the parity went 


heart.—when, renouncing the will, judgment, . rin two detac nts, one a sleigh with si 
: i linati 5 cu ld jueg tl powerlul country, we now follow the traveller.— = mn tw , ; an mt a ; oe i sleigh with a 
einpers, and inciinations o Vy old man 1OU p> . 2 . . : horses, } the other rattied along ; sh- 
on i holly oi tl bedi eu x lie! Embarking from Liverpool in the Caledonia, a ; } ms oe . , — , ', = ss oon 
rt wholly given up to re obedience O ie hight "a6 - d-tour. the . Slaye the at ’ *X- 
ee oe oe: ; _ =" vessel of 1300 tons and 450 horse power, he was sna-lour : next . re author ex 
and spirit of God within thee, to will only in his 


amply prepared to face the perils of the most changed the coach for a sleigh,—a maiter of no 
stormy of all oceans, the Atlantic. The run 2°°"' importance to the world, but which may be 
across had the usual fortunes of all voyages, and) mentioned apr, a eres rash changes.— 
within a week after their departure from terra For the ome ae ee ee en ee 
firma they saw a whale, who saw them with rather OC? MEF ys and the MBE 4 congratulated 
more indifference, for he lay lounging on the sur themselv« en ena as isdom. We must now let 
face until the steamer had nearly run over him. speak for himself 
At last he dived down, and was seen no more “The sun, as the day advanced, kept thawing 
Thou, who sometimes travels in the work of Next day, while there was so little wind, that all the snow, till at last, on coming to a deep drift, 
the ministry, and art made very welcome by thy their light canvass was set, they saw the phenom- We were rep atedly obliged to get out, sometimes 


riends, and seest many tokens of their satisfac- enon of a ship under close-reefed topsails. ‘This walking up to the knees, and sometimes helping 
tion, in having thee for their guest,—it is good 


will, to love only in his love, to be wise only in 
his wisdomn,—then it is that every thing thou dost 
is as a song of praise; and the common business 
of thy life is a conforming to God’s will on earth, 
as angels do in heaven.—Common Place Book of 
a Deceased Friend, 1784. 


-_—_——_+2 ee + - 


: apparent timidity was laughed at by some of the to lilt the vehicle out of the snow. lTowever, at 
for thee to dwell deep, that thou mayst feel and passengers; but the more experienced guessed length we fairly stuck fast, in spite of all our haul- 
understand the spirits of the people. If we be-!that the vessel had come out of a gale, of which,ing and pushing. The horses struggled and 
lieve Truth points towards a conference on some they were likely to have a share before long,—a_Plunged to no purpose, excepting that the leaders, 
subjects, in a private way, it is needful for us to conjecture which was soon verified. after breaking part of their tackle, gallopped off 
take heed that their kindness, their freedom, and! On the morning of the ninth day, the captain OVer the hills and far away, leaving us to kick our 
affability, do not hinder us from the Lord’s work. discovering that the barometer had fallen be- heels in the slush, till they were brought back 
I have seen, that in the midst of kindness and| tween two and three inches during the night, due| after a chase of several miles.” 

smooth conduct, to speak close and home to preparations were of course made to meet the) The road now passed through Vermont, the 
those who entertain us, on points that relate to storm. It came on in the afternoon. a hurricane.|State of green mountains. The country appear- 
their eternal interest, is hard labor; and some-|Then followed the usue! havoc of boats and can-\ed striking; and Montpelier, where they break- 
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fasted, seems to be a very pretty place, looking|out waiting for appetite. “The sleep of the|ments and welcome. ‘The party landed, and 
more the residence of hereditary ease and Juxury,| weary man is sweet,” said the ancient and wise|were received in the residence, situated on the 
than the capital of a republic of thrifty graziers. king who slept among curtains of gold, and un-|top ofa rock. The governor's dwelling consist- 
It is, in fact, an assemblage of villas; the wide'der roofs of cedar; the true way to taste that\ed of a suite of apartments communicating, ac- 
streets run between rows of trees, and the houses,| sleep is to spend a day dragging canoes up Indian|cording to the Russian fashion, with each other, 
each in its own little garden, are shaded by ve-|portages, and lie down with one’s feet warmed|all the public rooms being handsomely decorated 
randas. |by a pine blaze, and one’s back to the shelter ofjand richly furnished. It commanded a view of 
From Montreal the true travel began. The|@ forest. \the whole establishment, which was, in fact, a 
heavy canoes were sent forward some days be-| The Red river settlement, of which we heard | little village. About half way down the rock, two 
fore, under the charge of some of the company’s|° often during the quarrels between Lord onl. aggre frowned respectively over the land and 
officers; the light canoes waited for the author,|kirk and the Company, will yet be a great colo-|the water. Behind the bay arise stupendous 
with Colonel Oldfield, chief engineer in Canada,|®Y; the soil is very fertile, (one of the most im-| piles of conical mountains, with summits of ever- 
who was going up the country on a survey of the portant elements of colonization,) its early tillage|lasting snow. ‘To seaward, Mount Edgecumbe, 
navigation,—and the Earls of Mulgrave and Cale-| producing forty returns of wheat; and even after| also in the form of a cone, rears its trunk-headed 
don, who were going to the Red river, buffalo) twenty years of tillage, without manure, fallow,| peak, still remembered as the source of smoke 
hunting. ‘or green crop, yielding from fifteen to twenty-five| and flame, lava and ashes, but now the repository 
All was now ready in form, and on the 4th of|bushels an acre. The wheat is plump and heavy,| of the snows of an age. Next day, the governor, 
May the two canoes were floating on the Lac-|4nd, besides, there are large quantities of other) in full uniform, came in his gig to return the visit 
trine canal. ‘The crews, thirteen to one vessel,|grain, with beef, mutton, pork, butter, cheese,|to Sir George on board his steamer. ‘lhe party 
and fourteen to the other, were partly Canadians, |204 wool, in abundance. ‘This would be the true) were invited on shore, where they were intro- 
but principally Iroquois. These voyageurs, as| country for emigration from our impoverished | duced to Madame Etholine, a pretty and lady-like 
they are called, had each been supplied with a|!slands, and will, of course, be crowded when) woman, a native of Finland. They then visited 
feather in his cap, in honor of the occasion, and|Conveyances shall become more manageable. A the schools, in which there were twenty boys and 
evidently expected to produce a sensation on|failroad across Canada must still be a rather as many girls; the boys were intended chiefly for 
shore. But a north-wester blowing prevented| Utopian conception; but it might be well worth the naval service, nor did religion seem to be ne- 
the hoisting of their flags, which mulcted the pa-|the expense of making by government, even glected any more than education. ‘The Greek 
geant of much of its intended glory. ‘These ca- though it produced nothing for the next half church had its bishop, fifteen priests, deacons, 
noes are thirty-five feet in length, and five feet | dozen years, for the multitudes whom it would|and followers; and the Lutherans had their cler- 
wide in the centre; drawing about eighteen in-|C#rry through the heart of this superb country in gyman. The ecclesiastics were all maintained by 
ches water, and weighing between three and four the halfdozen years after, and for the wealth the imperial government. Such is Sitka, the prin- 
hundred pounds; capitally fitted for a navigation| Which they would pour into England in every cipal depot of the Russian American Company. 
among rocks, rapids, and portages; but they|year to come. It has various subordinate establishments. The 
seem most uncomfortable in rough weather.—) ‘The settlement, however, meets, in its turn, OPerations of the Company are becoming more 
‘The waves of the St. Lawrence rolled like a sea,|the common chances of an American climate. tensive; and at this period the returns of the 
the gale was biting, and the snow drifted heavily|In winter the cold is intense. The summer is|'t#de amounted to about 25,000 skins of beavers, 
in the faces of the party. In this luckless con-|short, and the rivers sometimes overflow and/tters, foxes, &c. 
dition, we are not surprised at the intelligence,|drown the crops. Still, what are these things, Among the company at the Russisn gover- 
that at St. Anne’s rapids, notwithstanding the|to the population, where food is plenty, the air|nor’s, was a half-breed native, who had been the 
authority of the poet, “they sang no evening|healihy, and the ground cheap, fertile, and un-| leader of an expedition equipped some years ago, 
hyin.”’ taxed. In fact, the difficulties, in such instances,| for the discovery of what would here be styled 
This style of travelling was not certainly much {are scarcely more thap incitements to the inge-|the north-east passage. The 
mingled with luxury. Roxt morning, after “toil-|uity of man, to provide resources against them.) Point Barrow shortly after the expedition under 
ing for six hours,” they breakfasted, “ with the| The season of snow is a time of cheerfulness in Mr. ‘Thomas Simpson had reached the same 
wet ground for their table, and with rain in place|every land of the north. In Denmark, Russia, point from the opposite direction. The climate 
of milk to cool their tea.” On this day, while}and Canada, when the rivers close up, business is}seems to be sufficiently trying, and during the 
running close under the falls of the Rideau, they|laid by for the next six months; and the lime of four days at Sitka there was n¢ arly one continued 
seem to have had a narrow escape from a finale| dancing, driving, and feasting, begins. Food is} fall of rain. The weather was cold and squally, 
to their voyage; their canoes being swept inio the|the great requisite; when that is found, every|snow had fallen, and the channels were traversed 
middle of the river, under an immense fall, fifiy| thing follows. by restless masses which had broken off from the 
feet in height. 


Russians reached 


In addition to agriculture, or in place of it, the glaciers. In short, nothing could exceed the 
They now learned the art of bivouacking; and settlers, more particularly those of mixed origin, dreariness of the coast. 


afier a day of toiling throngh portages, reserving| devote the summer, the autumn, and sometimes; This shore, of which so much has been said 


and written during the late Oregon negotiations, 
is described as the very scene for the steambuat. 


the severest of them, the Grand Calumet, for the the winter also, to the hunting of the buffalo,’ 
renewed vigor of the morning, they made ready| bringing home vast quantities of pemmican, dried 
for the forest night. ‘The description, brief as it) meat, grease, tongues, &c., for which the Com-| Here are the Straits of Juan de Fuca; and here 
8, 18 One among many which shows the artist|pany and voyaging business affords the best mar-; Admiral Fonte penetrated up the more northerly 
eye. ket, inlets. They are the very region made for the 
“The tents were pitched in a small clump of} The party now proceeded, still with their faces| stearmboat, as in the case of a sailing vessel their 
panes, while round a blazing fire the passengers|turned to the west, and marched for some days,/dangers and delays would have been tripled and 
were collected, amid a medley of boxes, barrels, over an immense prairie, which seemed to them) quadrupled. 
cloaks, and on the rock above the foaming rapids|to have been once the bottom of a huge lake. 
were lying the canoes; the men flitting about the) They had now reached that rocky range from 
fires as if they were enjoying a holiday, and)which the eastern and 
watching a huge cauldron suspended above the 


But steam has also a power almost 
superstitious on the minds of the natives; besides 
acting on their fears, it has in a great measure 
western rivers of those subdued their love of robbery and violence. It 
mighty provinces take their common departure.|has given the savage a news 
fire. The whole with a back-ground of dense|Here they estimated the height of the pass to be ty of his white brother. 

woods and a lake.” 


use o| the superiori- 


seven or eight thousand feet above sea-level, while 
' , ; ae > rpak [Pe > . Ariyv alf ye 1210} 
Yet, startling as this ‘wooing of nature’ in|the peaks seemed to be nearly half that beight 


her rough moods may scem to the silk-and-velvet above their heads. 
portion of the world, we doubt whether this wild 


A striking instance of this feeling is given.— 
Afier the arrival of the emigrants from Red river, 
their guide, an Indian, took a short trip in the 

At the close of August, the party reached Fort) Beaver. When asked what he thought of her, 
life, with its desperate toil and its ground sleep; Vancouver, having crossed the continent, by a\** Don’t ask me,’ was his reply. “1 cannot 
may not be the true charm of travel to saint, sav-jroute of five thousand miles, in twelve weeks’|speak; my friends will think that | tell les when 
age, or sage, when once fairly forced to the ex- travelling. I let them know what | have seen. Indians are 
periment. The blazing fire, the bed of leaves,, ‘They now made awisit to the Russian Ameri-|fools, and know nothing. 1 can see that the iron 
the gay supper, made gayer still by incomparable |can Company's Establishment of New Archangel.| machinery makes the ship go, but I cannot see 
appetite, and the sleep afier all, in which the|This exhibited considerable signs of commerce.) what makes the iron machinery itself go.” This 
whole outward man remains imbedded, without|In the harbor were five sailing vessels from 250\ man, though intelligent and partly civilized, was 
the movement of a muscle, and without a dream,|to 350 tons; besides a large bark in the offing in| nevertheless so full of doubt and wonder, that he 
until the morning awakes him up a new being, |tow of a steamer, which brought advices from St.) would not leave the vessel till he had got a certi- 
are fully worth all the inventions of art to make) Petersburg down to the end of April. An officer|ficate to the effect that he had been on board of 
us enjoy rest unearned by fatigue, and food with-\came off conveying Governor Etholine’s compli-|a ship which needed neither sails nor paddles,— 
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any document in writing being regarded by the! In California, the herds of cattle, and the sale stated by some naturalists to refuse to partake of 
Indians as unquestionable. Fort Vancouver,—|of their hides and tallow, offer 80 easy a subsis- | untainted food; but when the putrefactive process 
which will probably be the head of a great colo-| tence, that the population think of no other, and has once commenced, it flies upon it with the ut- 
ny is about ninety miles from the sea, the Co- in consequence are poor, degenerate, and dwin- most avidity, and gorges itself almost to suffoca- 
lombia iv front of it, being a mile in width,—con-|dling. ‘Their whole education cousists in bullock tion. The assistance of these birds in the remo- 
tains houses, stores, magazines, Wc. Outside} hunting. 1 Evteas val of noxious matter very naturally increases in 
the fort, the dwellings of the servants, &c., form| At present, the produce ofa bullock in hide, |importance with the nature of the climate in which 
alittle village. The people of the establishment|tallow, and horns, is about five dollars, (the beef| they abound. The vulture, and its kin, would be 
vary in number, according to the season of the| goes for nothing,) of which the farmer's revenue |in imminent risk of entire starvation in the gelid 
year, from one hundred and thirty to more thao}is averaged at a dollar and a half. ‘This often|north, while almost daily dainties lie ready for 
two hundred. Divine service is regularly perform-|makes up a large income. General Vallego, who|them in the southern regions. Mr. Swainson 
ed every Sunday in English to the Protestants. | had about eight thousand head of cattle, must re-| writes of them, that they are “ the great scaven- 
But at the time of this journey there was unfortu-|ceive from this source about ten thousand dollars gers of nature in hot latitudes, where putrefaction 
nately no English clergyman connected with the|a year. The former missions, or monkish reve- is rapid, and most injurious to health; and the dis- 
establishment. |nues, must have been very large; that of San Jose position of numbers is regulated by an All-wise 

Sir George himself now visited California, the| possessing thirty thousand head of cattle, Santa Creator according to their needfulness. They are 
region which the Mexican war is bringing into|Clara nearly half that number, and San Gabriei sparingly scattered in Europe; in Egypt they are 


prominent notice. ‘The harbor of San Francisco) more than both together. more numerous; but in tropical America, although 

is magnificent; the first view of the shore present- (To be continued.) the species are fewer, the individuals are much 

ed a level sward of about a mile in depth, backed —epailigioneecldinsimaswanas more plentiful."” ‘Travellers have on many ocea- 
. grassy ‘ } p pi ’ r . ' , <ENCTRS sions commemorate ivity of FE 

by a ridge of grassy slopes, the whole pastured by NATURAL SANITARY AGENCIES. s morated the activity of the operations 


numerous herds of cattle and horses, which, with- 
out a keeper or a fold, fattened whether their 
owners waked or slept. 

The harbor displays a sheet of water of about! 
thirty miles in length by about twelve in breadth, 
sheltered from every wind by an amphitheatre of 
green hills. But this sheet of water forms only 
a part in the inland sea of San Francisco.— 
Whaler’s Harbor, at its own northern extremity, 
communicates, by a strait of about two miles in 
width, with the bay of San Pedro, which leads by 
means of a second strait into Fresh Water bay, 
of nearly the same form and magnitude, and 
which forms the receptacle of two great rivers, 
draining vast tracts of country to the south-east 
and north-east, which are navigable for inland 
craft; so that the harbor, besides its matchless 
qualities as a port of refuge on this surf-beaten 
coast, is the outlet of an immense, fair, and fertile 
region. 

But the beauties of nature are useless when 
they fall into the hands of idlera and fools. Every 
thing in those fine countries seems to be boasting 
and beggary. Lvery thing has been long sink- 
ing into ruin, through mere indolence. The Cal- 
ifornians onee manufactured the fleeces of their 
sheep into cloth, They are now too lazy to 
weave or spin, too lazy even to clip and wash the 
raw material, and now the sheep have been lite- 
rally destroyed to make more room for the horn- 
ed cattle. 


of these birds in Egypt, more particularly in the 
large cities of that country, where they remove 
decomposing materials of every sort, the carcases 
of animals, and the débris of all kinds, which the 
inhabitants, with a stupid confidence in their filth- 
consuming allies, cast forth into their streets. — 


At this period, when the sanitary question is 
by slow degrees assuming the station of import- 
ance to which it has a just title, and from which 
nothing but the most obstinate unbelief bas kept 
it back, the above subject claims for itself no 
small degree of interest. ‘The truth, impressed 
by man’s great preceptress in her handiwork, is, 
that all organized material, afler accomplishing 
the object of its existence, and perishing, must be 
immediately removed, or so disposed of as to ren- 
der the inevitable consequences of its putridity in- 
nocuous to the surviving races of animated beings. 
Such is the simple truth, to which only man, In 
his indolent indifference, has offered so long and 
so stout a resistance; a truth which nature bas in » lie <a 
vain endeavored, from the beginning of creation arwin believes that their rapid Fh Se eda 
to the present hour, by a series of the most inte- wound their prey is to be accounted for by their 
resting illustrations, to impress upon him. It is possession of eee both of sight and s smel| 
lthe design of the present paper to trace the me- in a enizoost inary degree. All naturalists are 
ods te whieh Ub tas enlteueored to calieee the not agreed upon the question, but none deny that 
eee it is hnttle less than miraculous to observe the ap- 

There are two classes of agencies engaged Sei al'e ste ccna com@aunication of the in- 
upon the work of removing effete material. ‘lhe a aa - the scattered members of this ee 
first is a corps of encine) cosmmaure, atid deidiatin maney- Condors and vultures before altogether 
ecient body it constitutes; and in the second, the invisible, seer to pounce down almost by magic 
chemical affinities of bodies are called into opera- ie — a Mr. Darwin conjectures, 
tion, more particularly those of the alinosphere. oe the solution appears simple and natural, Wat 
We shall deal with the zoological scavengers in| Is to be attributed to their high re habits; 
the first instance. {t is a subject of familiar re- ar thus out of the field of vion ordinarily swept 
cuant.. ies: adi ti ete sheen matte ts »”y the eye of the spectator when walking, or on 
on feline: the only exception,—do we meet with horseback, aloft in the air the vulture may be 
the dead carcase of a wild animal. Animals are 


floating, looking down with keen interest upon 
the earth beneath, and instantly dropping upon its 
endowed with a peculiar instinct upon the ap- zs é cee ee 
proach of dissolution, which, thus regarded, has 


quarry when it is perceived. ‘This rapid stoop, 
: : . ’ . » adds. is » gs] ‘ — oa we fine 
the missions eighty thousand bushels of wheat an especial interest. - he adds, ts the signal to the rest, which then has- 
ind maize,—they were lately buying flour at 


ten to the field from the remotest points of the 
Monterey at the rate of £6 a sack. Beef was horizon. When engaged actually upon the work, 
once plentiful,—they were now buying salted the vulture executes it in a vety workmanlike 
silinon for the sea store for one paltry vessel, style, not leaving the carcase for some days toge- 
which constituted the entire line-of-battle of the ther, until it 1s completely stripped of its integu- 
Califecniie eave. ments, and nothing left but the skeleton with its 

; connecting liwaments. On the plains of Africa, 
where the huge careases of the giant herbivora 


They have even come under the protection of the 
legislature, and laws are in force at the present 
hour which impose penalties upon any who shall 
be guilty of molesting or destroying the regular 
filth-contractors of the East. ‘These birds, in or- 
der to adapt them more effectually to the task 
which nature has appointed for them, possess an 
astonishing faculty of receiving and conveying to 
cne another the tidings of a far-off feast. Mr. 


They once made the dairy an object of atten 
lion; now neither butter nor cheese is to be 
found in the province. ‘They once produced in 


Into the dens and caves of 
the earth, or into the deep recesses of ihe forest, 
or into some artificial retreat, far shut out from 
the busy world, the dying brute retires, and there 
breathes its last in soluude. Here the tissues 
which composed its body can rot, and putrefy, 
and become gaseous and liquid, with injury to 

The author justly observes that this wicked|none, until, by the combined influence of time 
abuse of the soil, and consequent poverty of the; and weather, nothing remains but a mass of in- 
people, results wholly from “the objects of the odorous bones, which are soon themselves to 
colonization.” "Thus the emigrants from England crumble, and to form a portion of the soil upon 
to the northern colonies looked to subsistence, which they rest. ‘The large heaps of anima! re- 
from the fruits of labor; ploughed, harrowed, and| mains often found in caverns, have no doubt in a 
grew rich and civilized, On the other hand, the great measure their origin in the impulse of con- 
colonists of ** New France,’ a name which com- cealment antecedent to death. Where this law 
preheuded the valleys of the St. Lawrence and fails to act, it gives place to another, and a more 
Mississippi, dwindled and pined away, partly be- rapidly effective one; or there may often be a 
cause the golden dreains of the free trade carried) combination of the two, the destruction of the 5 
them away from stationary pursuits, and partly, elements being united to the labors of the true which, afer a long and obstinate contest, he suc- 


would lie to poison the surrounding atmosphere 
to an euormous extent, the scavenyer is an im- 
inense bird of the vulture family, known as the so- 
ciable vulture, whose ferocity, activity, and appe- 
lite are commensurate with the arduousness of 
the labor which devolves upon it. Le Vaillant, 
the celebrated French traveller and naturalist, 
writes that he found upwards of six pounds of the 
flesh of a hippopotamus in the stomach of one, 


ees é a seeded in killing. 
because the government considered them taiber, natural scavengers. These are the carrion “ - 
as soldiers than settlers. In like manner Spanish) feeders. That which the winged scavengers leave un- 


America, with its Serras of silver, holding out to, The Vulturide, among birds, have long enjoy- consumed, falls commonly to the share of the 
every adventurer the hope of earning his breaded a high celebrity for the vigorous manner iw four-footed ones,—the jackal and the wild dog. 
without the sweat of his brow, became the para- which they apply themselves to this important From time immemorial, these loathsome crea- 
dise of idlers. ‘task. Unless pressed by hunger, the vulture is tures have been regarded by the eastern nations, 
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who neglected the lesson their example inculca-|that many kinds of perishable animal matter have frog had altogether disappeared, and the soil was 


ted, as the benefactors of their communities. Mr. a peculiar insect appropriated to them. 


Each to laid smoothly over him. 


A linnet was then laid 


Bell, in the “ History of British Quadrupeds,”’ is its own,—a law which has a broader range in na-| upon the earth, and this was a severer duty by 
inclined to believe that the wild or half-wild dogs ture than that under which it is here contempla- far; only two undertook it, a male and a female. 


were the common scavengers of the camp of the ted,—seems to be the commission by which these 
Israelites,—an office which their successors still) winged powers go forth to their labor. 
hold among the cities of the East. ‘ Him that 


dieth in the fields shal! the fowls of the air eat,”’! and their importance swells with the fervid nature 
but “him that dieth in the city shall the dogs of the climate. In tropical countries they almost 
eat,"’ was the awful curse which hung over some supersede the other creatures in the work of de- 


of the royal houses of the Israelites; and it seems struction; they are consequently of a large size, 
to afford an indication of the respective functions are produced in vast multitudes, and possess a, 


of these two classes of laborers. Not less efficient prodigious voracity. ‘They will attack, in whole 
is the shrieking jackal. It follows in the rear of armies, the dead body of an animal, and in a sur- 
the weary caravan, being certain of success when prisingly short space of time will denude it of 
thirst, weariness, and disease have begun their every particle of muscular and adipose material, 
work among the travellers. leaving behind only the ligaments and bones.— 

The waters of the ocean, just as the wide ex- There is in these labors an amusing succession of 
tent of the air and earth, must likewise be pre-) workmen, which is exceedingly curious. First} 
served from contamination. A striking provision|come the skin removers, then the sarcophagous| 
exists in a considerable number of instances for|insects, then the carrion beetles and ants, and) 
this end: it is the luminosity of dead fish. It is a, these are followed finally by the smaller carrion) 
mistake to believe this to be the result of putre- insects,—the corynates and nitidule; when they 
faction; on the contrary, a dead fish is only luini-| have left off work, nothing remains to pollute the| 
nous until the putrefactive process commences, atmosphere. The trogide consume the cartilage. | 
when the light disappears. It would seem proba-| They were found by Ballas removing the last pe-| 
ble that, very shortly after death, the gas known)|rishable substance from the dry carcase on the, 
as phosphuretted hydrogen was produced on the|skeletons of animals which had perished in the| 
surface of the body of the fish; but when, as a fur- arid deserts of ‘Tartary. The desert, indeed, with, 
ther step in decomposition. ammonia is evolved, it heaps of bones of men and animals bleaching in 
the latter substance combines with the luminous a burning sun, while it is a melancholy scene, yet 
gas, and the phosphorescence ceases. This ap- exhibits to us, in a striking degree, the wonderful| 
pears to us the simplest solution of a phenomenon efficiency of the instruments which are in the 
which has perplexed many philosophers. ‘The hands of the Creator for the expurgation and| 
light is the guide to the prey so long as it is most wholesomeness of his creation. “ ‘The shard-borne| 
proper for consumption; after that it disappears. beetle, with its drowsy hum,” is the type of ano- 
The scavengers of the great deep are its multitu- ther class of insects which consume these excre- 
dinous inhabitants, which, from the voracious mentitious materials that might otherwise contam- 
shark and his relatives downwards, to the smallest!inate the air. In a moment a thousand shining 
thing which traverses the waves, are all banded insects will be seen busily devouring such matters, 
together in this common cause. and depositing eggs for the future production of 


larvae which are likewise to feed upon them. 
Nature has, however, an agent at hand, before ” | 


which these sink into a comparative unimport-. The strangest feature of our subject remains 
ance; it is the race of insects. Every one is fa- behind. It will be a surprise to most who peruse 
miliar with the startling observation of Linnzus, this paper, to be informed that there are natural 
that three flies (Musca vomitaria) would devour grave diggers,—creatures which perform this re- 
a dead horse as quickly as would a lion! It is, markable office in obedience to a wonderful in-' 
not beyond the truth. The whole tribe of flesh) stinct which animates them. There are few of 
flies, trom which our feelings turn with disgust,|the marvels of nature that come upon us so unex- 
are, nevertheless, among the most eminent bene- _pectedly as this. ‘There are some tribes of beetles 
factors of mankind, more serviceable far than the, (the Necrophori, or burying beetles) which per- 
gaudy flutterer or tinctured butterfly in whose be- | form this task, the most familiar example of which 
half our admiration is more generally and natu-\is the N. Vespillo. ‘Two or more commonly en- 
rally enlisted. Wilcke, a Swedish naturalist, gage in the work. They select a proper spot for 
states, that so great is the productive capacity of the sepulture of the body, generally as near to it 
a single species, that each insect can commitjas possible. The cavity is then dug, and the dead 
more ravages than could an elephant. A single;animal is, by dint of unwearied labor, laid in its 
female of the fly called the Sarcophaga carnaria|tomb, and covered with soil; the beetles previous- 
will give birth to about twenty thousand young;}ly depositing their ova in the carcase. But the 
and others are not wanting, the green flesh fly|experiments of Gladitsch, who seems first to have 
particularly, to add their thousands in countless|' commemorated them, are so enchanting, and ex- 
numbers to the mass of laborers. ‘To these busy hibit the insects to us in such an amusing light, 
myriads is the work committed. Ina few days|that we make no apology for quoting the results 
the larvae of the flesh fly attain their full growth; from a popular work on entomology, in which 
and before this time it has been proved, by weigh- they are translated. His attention was first drawn 
ing them, that they will devour so much food, and by the discovery, that the dead bodies of moles 
grow so rapidly in twenty-four hours, as to in-| which he had observed lying in the garden beds, 
crease their weight nearly two hundredfold! Thus, disappeared in a very mysterious and unaccounta- 
an approximate estimate can be conceived of their! ble manner. He determined to watch the corpse- 
value as sanitary agents. The carrion beetles! stealers, and he found they were none other than 
rank next in consequence, and take the place of|the burying beetles we have mentioned. Having 
the flies in the consumption of the remainder.—| obtained four of them, he put some earth in a 
The great rove beetle does an incredible amount! box, and covering it with a hand-glass, he laid 
of work in this way, and will commit ravages upon;two dead frogs upon it, and left the industrious 
meat left within its reach, which are not likely to beetles to their task. ‘Two out of the four set 
pass from the memory of the housekeeper. Kir-| themselves to the interment of one of the frogs, 
by and Spence inform us that there is a small while the others occupied themselves, undertaker- 
cockroach which gets into the hut of the unfortu-|like, with first ranning round and round the dead 
nate Laplander, and will in one day annihilate al! body of the other, as if to get correct ideas of its 
his stock of dried fish. It is a remarkable fact,,\dimensions. In the space of twelve hours one 


Next to these come the termites, the ant tribe; Set to by himself. 


After a little time, they quarrelled over their 
work, and the male drove the female away, and 
For five long hours the poor 
laborer continued his operations, digging a cavity 
close to the body of the bird. Ue then got out 
of it, and for a whole hour lay down by the bird, 
as if to rest. Ina little time afterwards the lin- 
net was dragged into the grave, and its body, 
which would only lie half in, was covered with a 
layer of soil, somewhat like a newly-made grave. 
In short, at the end of fifty days, the four beetles 
succeeded in burying twelve carcases; of these, 
four were frogs, three birds, two fish, one mole, 
two grasshoppers, and part of the entrails of a 
fish, and of the lungs of an ox. 


The ‘débris of the vegetable world, which is 
often as pestiferous, if not more so, than that of 
the animal creation, must likewise be removed; 
and this is the appointed task of insects. It was 
to be expected that these agents should exist in 


|greatest vigor where the circumstance of climate 


produces most work; and this is what we find to 
be the case. No sooner does a giant tree lie 
prostrate on the earth, than it is at once the ob- 
ject of attack to myriads of insects. Ants, and 
the boring beetles, begin the work, and are rapid- 
ly assisted from other quarters, until the mighty 
mass is reduced to a smal! heap of crumbling ma- 
terial, whose final destruction is accomplished by 
rain and weather. ‘Travellers inform us that it is 
not uncommon to meet with whole villages which 
have been deserted by their inhabitants, having 
been almost swept from the face of the earth by 
the sole instrumentality of these insects, nothing re 
maining of the tenements which once formed the 
village. In two or three years’ time there will be 
a thick wood grown up in its place; nor willa 
vestige of any structure, unless of stone, remain 
to indicate its former position. While, then, we 
can sympathize with the dolorous tales we hear 
about the destructive effects of the boring insects 
of the tropics, we should not forget that these are 
only minor evils compared with what would result 
were no such agency in operation. 

‘Though the remainder of our subject deserves 
a better place than the end of a paper, it must be 
introduced here. The atmosphere being the 
hourly recipient of impurities of every kind, from 
a thousand ceaseless sources, it is necessary that 
means should be taken to guard against its too 
great contamination; and such means exist.— 
From the accumulated population of our great 
cities, from the tens of thousands of our furnaces, 
from the vast masses of rotting, putrefying mate- 
rial our wasteful negligence allows to collect, and 
from innumerable other sources, there is a mass 
of noxious matter cast into the air which it is 
completely staggering to think of. ‘This has all 
to be disposed of, to be rendered innocuous, arid 
to be returned to the earth again. ‘The principal 
impurities to be dealt with are sulphuretted hy- 
drogen, sulphurous acid, carbonaceous. particles, 
and a medley of substances known as organic 
matters. Atmospheric oxygen is the grand reme- 
dy for most of them. ‘This wonderful gas, pos- 
sessed of a range of affinities equalled by few 
other chemical elements, attacks such impurities, 
and shortly reduces them to the not only innox- 
ious, but directly beneficial compounds,—ammov- 
nia and water. The decomposition is strangely 
progressive; it proceeds from complex to simpler 
combinations, until the simplest has been attained, 
and at this point it ceases altogether. To rain 
and wind is assigned the task of disposing of the 
heavier particles, such as soot, and some of the 
minute molecules of animal matter above alluded 
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to. Ammonia, the product of putrefaction, is also| over Mill Creek. These were awarded accord-jand less with the vicious, or those confined for 
brought down by rain, and placed at the disposal |ingly, and in General Price’s case amounted to crime, are all required to give effect and success 
of the vegetable world. Lastly, upon the entire $1300. to reformatory efforts; while the bodily health 
vegetable world itself is devolved the greatest of, Two or three years elapsed, which served to) Seal . : stained 
all nature’s sanitary operations,—the restitution|put the White Water Canal in operation, and de-|28¢ vigor ts at ye Ss : 
of the oxygen to the atmosphere by the deoxida-| termine its value to the neighbors; and the Gene-| In these establishments, too, a wide field is 
tion of its carbonic acid. ral began to entertain doubts whether the bene-| opened for the exercise of religious concern, and 
Such is the os tin lesson — we roto he yer myn: its ew were efor the extension of kindness and sympathy to- 
such are some of the illustrations which en orce|at east equal to the damage it might create. MT aede thane wie bane filenieeen vista: end ane 
it. Nature has appeared to us as an instructress|sat down, accordingly, to calculate and to reflect; |. ; o ; 1 aaabd 
teaching by example; it must not be forgotten | and the result was, that he paid back the amount|'" ‘e power of the State. A properly conductec 
that she wields the rod as well. Man may despise|he had received from the Canal Company to its|prison would furnish a most favorable opportu- 
her instruction; but he pays the penalty ina re-| president, alleging that he was convinced he had nity for the vicious to reform their ways, and to 
tributive entailment of disease and suffering. ino right to it. 
Chambers’ Journal.| Even those who are incapable of imitating such 
en ‘illustrious integrity, must admire the magnanimi-| is 
APHORISMS. \ty of spirit it displays. —North American. ‘and the frequent opportunities for inward retire- 


1. There can be no true and sincere pleasure! iment, furnish an incentive to repentance, more 


in any sinful and vicious course, though it be at-/- FRIENDS’ INTELLIGENCER. powerful than any instrumental aid can furnish; 
tended with all the pomp and splendor of ne | while the inmate is placed in a position where his 
happiness and prosperity; “4 as sin a een a ose t, 10er. |feelings are rendered susceptible to good impres- 
i : us guilt, and wherever guilt! — . 
pag degenerate mgt and unquiet. : | Third Report of the Prison Association of N. eres Senneeneas a Sent tj 
2. It is remarkable, that men, when they differ; York.—This is a book of more than 400 pages, “ — serqrndnnes aoe a - 
in any thing considerable, or which they think | filled with a great variety of useful information on| the condition and prospects of the inmates o pri- 
considerable, will be apt to differ in almost every|ihe subject of prisons,-the proper treatment of|°0% ¥& would commend the Report of the New 


ing else. ‘Their differences beget contradiction,|  ._. i ; < Pri i ontaining the most full 
~~ ae _ _. "criminals, statistics and causes of crime, &c. | York Prisce Society, ene a : 
contradiction begets heat, heat quickly rises into and complete account of the prisons of this coun- 


try, and of the views which prevail in regard to 


istrengthen good desires. The entire separation 
from the temptations and excitement of the world, 











resentment, rage, and ill will. ‘Thus they differ; ‘Phe society from which it emanates is com- 
in affections, as they differ in judgment; and the| posed of some of the most benevolent citizens of ; hich h Lames 
contention which began in pride ends in anger. |New York, who appear to- have united together the treatment of convicts, whieh bas, to our know- 





3. Nothing more impairs authority than a too | for the purpose of improving the condition of this |/edges been published; while its pages are marked 


: indiser i i : ivi ich it is truly pleas- 
frequent or indiscreet exertion of it. If thunder’ once neglected portion of our fellow-beings.—| °! a spirit of benevolence whic yp 
itself was to be continual, it would excite no more 


' , — : : ‘ing to observe. 
terror than the noise of a mill, and we should hey havea number of standing committees, who 








: ‘ : 2 

sleep in tranquillity when it roared the loudest. |"eport annually on subjects connected with prison | Crush Sl A fi — 
4. Begin nothing of which thou hast not well | discipline, and who are endowed by the Legisla-| “7° ey : eae alee se 
considered the end. ture with the power to visit-and inspect all the|the newspapers of Charleston, South Carolina, 


‘contained an account of the death of a young fe- 


5. In all thy desires, let reason go along with) prisons of the State, and to examine critically into oo 
male slave, caused by a whipping inflicted by her 


thee, and fix not tliy hopes beyond the bounds of their condition. 
probability. So shall success attend thy under-| 
takings; thy heart shall not be.exed with disap- 
pointments. 


’ | : ; _ ~ 
The advantages of such associations are already mistress, a woman occupying a respectable posi 


evident, in the increased attention which has been tion in the society of Charleston. Proceedings 


So Reon aes recently paid to the moral and physical welfare were instituted against the murderess, which _ 
THE DalISsY. of criminals, and to the renewed interest which | Suited in her acquittal, because two white wit- 
BY JOHN MASON GOOD. ‘has been awakened in efforts to reclaim and ele-|"@5Se8 Could not be found to testify to the facts, 


Not worlds on worlds, in phalanx deep. . . d th thole affai led 
ae ; ’ ‘vate this unha class. So i ginning ANG ERS WHOL Sua CECES. 
Need we to tell a God is here : ppy ciety is beginning to 


The daisy, fresh from winter’s sleep realize the truth, propounded by William Penn Now we have an account of another death, 
Tolls of hts hand is Mace an clear. at the first settlement of Pennsylvania, viz—That|&"ising from the same cause, and all the circum- 
the primary object of imprisonment is the refor-,8tances coolly narrated by the individual who or- 


What power, but His who arched the skies, : : os alae 
mation of the offender—that prisons should be| dered the infliction. 


And poured the day-spring’s purple flood, 


Wenteens elles ta aan tt Wes work-houses and schools, and not dungeons,| It is one of the inevitable results of a system 
: , - : 2 ° . . . . . 
Could rear the daisy’s curious bud ; where men should pine away In misery and dis-|which clothes men and women with unlimited 
tress. 


power over the persons of their fellow-beings, 


Mould its green cup, its wiry stem, ‘ 7 ' . 
a P a It appears to be the object of the recent move- and its effects upon the character and disposi- 


Its fringed border nicely spin, 


And cut the gold embossed gem, ments, in the subject of prison discipline, to re- tion of many who exercise this power are more 
That set in silver, gleams within ; duce to practice this fundamental principle, and|dreadful, in a moral point of view, than is the 
hie lian thatieatiaabeatiion so to improve and modify the construction and physical torture of their victims. The awful 
Cer Wik end ditis eabdeen nt, management of prisons, as to make a residence weight of responsibility which rests upon these 
That man, where’er he walks, may sce, in them a season of profitable reflection, and of ministers of cruelty, cannot be contemplated with- 
In every step, the stamp of God! real advantage to those who have violated the out a shudder. 
_ +e laws of society; while at the same time their la-| It appears that on the night of the 4th of the 
CORRECT PRINCIPLES. bor may be made available in defraying the ex-'7th month, H. L. Toomer, a citizen of Charles- 


In locating the line of the White Water Canal | penses of their confinement. ‘ton, accidentally discovered a light in the room 
a few years since, it passed, of course, over much z 


' There can be no doubt that great i - over his kitchen; on proceeding to the place 
valuable property adjoining Cincinnati. Some of means ded in all B _ — sis kitchen; and on p gant se 
this was materially injured, in consequence of|™°t® are needed in a the plans of prison disci-|found a number of colored persons supping there, 
rendering parts of the same estate inconvenient pline, before they can be brought to answer the|without his knowledge. By the assistance of 
of access to the main property, and in all cases great ends which the friends of humanity have in|some of his other slaves, he arrested thirteen of 
the value of the ground itself furnished no slight view; and it is probable that prisons hereafter to them, including six who belonged to the premises. 


claim for losses thus sustained. Assessors were |), ‘ : 
; ; € constructed, will d é : I 
appointed by the Court of Common Pleas, to ad- iffer, in many important re- One of them, a young woman, named Mary, was 


judge injury, and allow damages consequent. spects, from those now in operation. Better ven- underneath the bed; “he lad her pulled out, and 
Among others, General Rees E. Price had a tilation, more light, increased exercise in the open |she came with a little baby sucking at her breast.” 
large slice taken out of his valuable property, just air, more intercourse with the good and virtuous,' Toomer had the baby taken from her, and order- 
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ed ten This to be inflicted upon ber’ with a ent 


hide. Upon all the rest fifty lashes were inflicted 
by a female slave named Carolina. 
The next morning the young mother, who was 


of a delicate frame, was taken to her bed; fever! 
and inflammation of the injured parts set in, and, 


on the 16th she died, from the effects of her in 
juries. 

E. Carew, the “owner” of Mary, addressed a 
note to Toomer, informing him of the fact, and 
demanding an investigation. A coroner's jury 
was called, and the above facts were elicited; and 
so far as appears, no further proceedings were 
instituted. 

This is but one among many instances, of the 
cruelties to which our fellow-beings are exposed, 
under the dreadful system of slavery. 
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COMMUNICATION. 
“THE GREAT WEST.” 
A friend, who has recently made a trip of plea-' 
sure to the Western States, has furnished in a 
letter some notes of travel, from which the fol- 


lowing extracts have been handed us for publica- 
tion: 


The importance of the trade and business of 
the Western States does not appear to be appre- 
ciated by many of our citizens, perhaps for want 
of a personal inspection of that interesting por- 
tion of our country. 

Although this region is still in its infancy, yet 
all the canals and railroads leading to it have this 
spring and summer been totally inadequate to con- 
vey its productions to Eastern markets. 
standing they have been strained to their utmost 
capacities, by the exorbitant freights paid to ex- 
pedite shipments, &c., there are still large quan- 
tities of produce remaining behind, the owners 
having lost the profits anticipated by high prices 
early in the season, and the flour and grain are 
lying on the banks of the rivers, liable to he dam- 
ged by exposure to the weather, particularly at 
this season of the year. 

It is now ascertained that the Pennsylvania 
and New York canals cannot accommodate much 
more than one-half of the trade, which is increas- 
ing in an extraordinary degree. Railroads must 
therefore be resorted to hereafter for the purpose; 
these will be much more available, as they can 
be used the whole of the year, without interrup- 
tion, and must take nea arly all the travelling for 
eight months in the year (during cold weather 
and the low stages of water in summer;) and most 
of the produce also, particularly flour, which re- 
quires expedition in its conveyance. 

At Beaver there are extensive mills and manu- 
factories, and 340,000 barrels of flour per annum 
are made in the Muskingum Valley alone, a large 
portion of which would undoubtedly come here, 
both winter and summer, if facilities were pro- 
vided; and in a few years, [ think the trade could 
be brought from Cincinnati, and even from St. 
Lonis, Mo. 

From Philadelphia we proceeded to Baltimore, 
thence to Brownsville, and down the Mononga- 
hela river to Pittsburg, (the Pennsylvania route. 
however, would be preferable in many respects) 
then down the Ohio river to Beaver and Whee 
ing. There we took the National road to Zanes- 
ville, Columbus and Springfield, and the remain 
ing sixty miles by railroad to Cincinnati. The 
latter is a most beautiful city, (properly termed 
the Queen of the West) numbering some 80 or 
100,000 inhabitants, and is still increasing very 
rapidly, From there we again took steam-boat, 
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stopping at Louisville and many re towns on | lation, has been Sang. Siding its  Gaeenain, the 
the way, to the mouth of the Ohio river; thence |corn has been heated, and otherwise injured; and pro- 
up the Mississippi to St. Louis, which is also a| duced, in consequence, swarms of insects of different varie- 


Notwith-| 


great place of business. 


banks, the most beautiful of which was Peoria, 
situated high, the streets wide and at right angles, | 
with substantial stores and handsome “dwellings, | 
particularly some of the latter, some distance 
from the river. The prairie that surrounds it is 
highly cultivated. 


The canal from Peru to Chicago not being} 


quite completed, we took stage to the latter place, 


(100 miles) where we arrived the next day. Chi-| 


cago is situated on lake Michigan, containing 
about 15,000 inhabitants, mostly settled within 
twelve or fourteen years—a very active place of 
business, and is a great thoroughfare to the West 
for travellers and emigrants. ‘The River and 
Harbor Convention was to assemble there in a 
few days, and a few members had already ar- 
rived. From there we took passage in the splen- 
did steam-boat Niagara, of 1200 tons, (costing 
$126,000, and be longing to a gentleman of Erie, 
Pa a.) to Buffalo, reaching the latter place in less 
than four days (1000 miles;) stopping at Milwau- 
kie, the Massie islands, Michilimackinac, De- 
troit, Cleveland, &c.; 
gan, Huron and Erie. ‘The weather was perfect- 
ly calm, with moonlight nights, which rendered 
our passage truly delightful. The captain and 
steward were attentive and polite to the passen- 
gers, and the table was furnished with the fine 
fish that the lakes produced, together with every 
other luxury that the most fastidious taste could 
reasonably desire. About 250 cabin passengers 
on board, most of whom were comfortably ac- 
commodated with state rooms on this superior 
boat. 

Buffalo is quite a large city, and a great for- 
warding depot. After visiting Niagara Falls, we 
returned and took the cars for Albany, which we 
reached the next day, remained over night, and 
the next morning were on board the fine steamer 
Niagara, wending our way down the majestic 
Hudson at a rapid rate, and with a fine breeze, 
to New York, where we arrived about 4 o’clock, 
P. M., and the next day reached home, after an 
absence of five weeks. 

Thy friend, a 

Philada. 7th mo., 1847. 


ITEMS OF INTELLIGENCE. 


The steamship Hibernia arrived at Boston, from Liver- 
pool, on 2d-day morning, after a passage of less than 14 
days. 

The weather in England has been unusually fine, and 
each day adds to the expectations of abundant crops 
throughout Europe. The potato crop is considered secure. 
The price of flour much the same as by last accounts. 


By official returns it appears that the number of emigrant 
passengers who have left Liverpool for the United States 
during the first six months of the present year amounts to 
upwards of 100,000 souls. 


The Cork Examiner of a recent date announces the ar- 
rival of 74 corn laden vessels, containing 
food, during the week. 

It is stated that the emigrant fever is making sad ravages 
destitute Irish 
emigrants have sought shelter; and energetic measures 


in many of the English towns where the 


have been set on foot to remove the Irish paupers to their 
respective parishes. 
The accounts of the fever in Ireland are meagre. 


It is stated that much of the Indian corn shipped from 
this country to mect the wants of the destitute Irish popu- 


passing over lakes Michi-! 


23,536 tons of 


We then proceeded ties, which make their way into the houses in the neighbor. 
forty-five miles further in steam-boat to the IIli-| hood of the corn stores, They have proved a great annoy- 
nois river, which we navigated two hundred and |ance, not only on account of their venemous bite, but in the 
fifty miles to Peru, passing many towns on its| 


mischief they inflict by eating plants and leaves in the 
| gardens. 


Great corruption has been discovered amongst some of 


|the highest functionaries of the French people. Large em- 
| bezzlements of the public funds have been proved against 
| several of the ministers of state; and exemplary punishment 


has been imposed. 


The Right of Way.—The Secretary of the Commonwealth 
announces that the act granting the right of way to the 
Baltimore and Ohio Railroad is null and void, in conse- 
quence of the action of the Pennsylvania Railroad Company 
complying with the conditions, the performance of which 
rendered the grant inoperative. 


Pig Iron.—The quantity of pig iron manufactured in 
Pennsylvania is increasing with great rapidity. In Lehigh 
county there are now in operation five anthracite furnaces, 
all erected by residents of Philadelphia, which manufacture 
weekly upwards of 450 tons of Iron. 


A Comet.—The Boston Evening Traveller says that a 
comet was discovered on the 14th ult., at the Cambridge 
Observatory, by G. P. Bond, Esq., being ‘the fifth comet first 
seen in this country by this gentleman. It was found with 
the aid of the excellent comet seeker rece ntly presented to 
the Observatory by J. I. Bowditch, Esq. Through the 
Grand Refractor the Comet shows a bright nucleus sur- 
rounded by a diffused nebulous appearance. The Comet 


having a very great northern declination, does not set in 
our latitude. 


An Important Vote—The House of Assembly of the Ca- 
nadian Parliament last week forwarded an address to the 
Queen, praying that the free navigation of the St. Lawrence 
be granted to all nations, and also that the navigation laws 
be repealed, so far as they affect that colony. The vote 


was concurred in by the Legislative Council, by a large 
majority. 





seit iss 
LOSS OF THE TWEED 

Such events as those that befell the people of 
the Tweed steamship on the reef of Alacranes do 
not happen in vain. The tale points many a 
moral. 

Iirst, there was some want of preparation.— 
The possibility of shipwreck ought to be ever pre- 
sent to the mind of the naval commander, not as 
a matter of fear, but as a matter of intellectual 
calculation and of discipline. Yet here there was 
not so much as an axe at hand to cut away the 
masts, and ‘ta kind of penknife’ was the substi- 
tute! Every Jand-lubber knows how deceptive 
are currents, how needful caution in dark, thick 
weather; yet here was the ship in full career, in 
the dark night, her course assumed to be that in- 
tended and calculated by log and compass. It 
seemed “all right’ an instant before the vessel 
struck—half au hour before it was a heap of rub- 
bish. 

But the tale does not teach only by warning: 
it has its still more forcible re-assurances. With 
admirable courage, the body of shipwrecked suf- 
ferers repelled every unworthy impulse of despair- 
ing peevishness or insubordination. Although 
they were thrown, not on a shore however inhos- 
pitable, but on a sunken rock in the ocean, with 
the wide waters all round, each accepted his set 
task with cheerful alacrity. New difficulties only 
suggested new devices and exertions: the work 
of the carpenter was performed with the worst of 
tools and materials—with shirts and pillow-cases 
to eke ont the fault in the planking 
thus patched up, 


iz; witha boat 
ihe chief officer undertook a 
voyage of » hundred miles in quest of aid; a stl 
to make fresh water was constructed on the loose 
raft; all, officers and men, continuing in their duty 
w here baser spirits would have thought themselves 


absolved from effort by despair. The depth of 


‘misery served to display only a further depth of 
generosily in all, sufferers and rescuers; the lea- 
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der of the rescuers came to share the peril that 
remained; and then would have refused reward. 
Even if all these exertions and sacrifices had fail- 
ed of their direct object, they would not have 


I was near the captain, and said, ‘What is to be 
\done?” He said calmly, * Hold on till daylight, 
if possible, as | hope she will keep together tll 
ithen.’”? The funnel fell over to windward. The 


been in vain, for they gave to the fainting heart| masts were seen to shake like willows, and Mr. 
the best of all cordials, sympathy, and the know-| Parsons called for “a knife,’’ to cut them away: 
ledge of the goodness which is in humanity; had nobody had one; until at last “something like a 
death come, the sufferers would have expired|pen-knife’’ was found, the lanyards were cut, and 
with a sweet taste of existence. But the succes-|the masts went over. ‘The two remaining boats 
sion of all but hopeless devices succeeded; and/on the lee-side, already filled with people, could 
by the tale of the Tweed men are again reminded not be moved, and could not have lived. No one 
that there is no situation so desperate but what) knew where the ship was, but supposed it to be 
energy and ingenuity, self-reliance and the gener-| off the coast of Yucatan. ‘The vessel was break- 


ous fulfilment of mutual duty, may bring safety—)ing away under the feet, no land in sight; and 


even across the ocean and through the storm to 
men standing in waters on the forlorn sunken 
rock. 

The Tweed was a vessel of 1800 tons - burden 
and 500 horse power. It left Havanna early on 
the 9th of February, for Mexico; having on board 
sixty-two passengers, including two ladies and a 
female servant; a crew, including officers, engi- 
neers and stewardess, to the number of eighty- 
nine; in all, 151 souls. The commander was 
Mr. Parsons, a inaster of much experience in the 
royal navy. ‘The cargo comprised the mails from 
England, 1,115 bottles of quicksilver, valued at 
£18,000, other packages, and a large quantity of 
coals for a queen’s steamer at Vera Cruz. ‘The 
ship was deep in the water. About noon on Wed- 
nesday, the 10th of February, the wind began to 
freshen, and the night closed in black and stormy, 
with thunder and much lightning. On Thursday 
the weather was dark and rough: no solar obser- 
vation could be taken. 


About half-past three, on the morning of Fri- 


/some might be beard uttering short prayers.— 
Half an hour after the first alarm, the ship broke 
to pieces. ‘The boats were lowered, and drifted 
astern; but they were without oars, and had been 
‘much damaged when swinging at the ship's side’ 
fullof men. ‘One more sea sent all the after 
part of the ship. beats and all, flying in a thousand 
pieces; and all that had remained on it were scat- 
tered in the sea. ‘The writer recollects being 
seated, with the captain and a few others, on a 
part of the ship's side to which the netting was 
attached, with the water up to our breasts. A_ 
fearful cry was heard, and the captain said, * Oh, 


|these poor men in the boats, they are gone! God 


have mercy on them!’ All was still. Ina mo-| 
ment more, it seemed as if tons of broken wood 
‘were hurled on the top of us, and we were scat- 
‘tered and buried beneath the waves. Then came! 
‘a fearful choking struggle with death—the prayer 
to God, thoughts of home, and struggles for life, | 

| 


jall at the same moment!” 


People clung to pieces of the wreck, and were 


the remaining boats: there were three, but they 
were considered unserviceable. 

At ten o’clock, the tide was observed to be ris- 
ing! They again looked to the boats, and brave- 
ly resolved on exertion. They determined to re- 
pair the mail-boat, as the least damaged; though 
that had its entire stern torn away. ‘They had 
lust the carpenter; they had no hammer, but used 
a copper bolt torn out of the timbers; their nails 
were plucked out of the pieces of the wreck; oars 
and sails were picked up; the officers—of whom, 
most fortunately, a large proportion had been 
spared—resumed the command, and gave direc- 
tion to the labor. About this time some one 
picked up a compass; which had been torn by the 
water from the binnacle, was thrown on to the reef, 
and lay, uninjured, among the mass of wreck and 
stones, with not even the glass broken! 


The boat was equipped. “A rough sort of 
bulkhead was made in the boat, about three feet 
from the bow; the space before it being stuffed 
full of anything which could be laid hold of, such 
as old blankets, pillow-cases, shirts, &c. A piece 
of sail was then covered over the broken bows 
and the forepart of the boat, extending under the 
bottom some five or six feet, and there nailed on, 
and fastened as well as possible. ‘The other de- 
fects in the frail boat were tinkered up as much as 
possible, so that by four P. M., she was thought 
fit to swim. Her mast and sail were found, and 
put on board, with half-a-dozen oars, a few bot- 
tles of wine, a ham, a bit of cheese, and a little 
oatineal and flour; after which the chief officer 
was appointed to take charge of her, with six men 
and three other persons."’ “As she moved away 
from us, many felt a sinking at the heart; her 


day the 12th, while the commander was pacing) thrown about at random in the boiling waves,'chance of being kept afloat over a hundred miles 


the deck, and the ship was under full steam, with 


juntil some, like the writer of the narrative, found 


was very doubtful, and on her depended all our 


sails set, one of the look-out men exclaimed—|themselves in rather smoother water. Somebody |hopes.”’ 


‘‘Breakers ahead!”” ‘The engines were put back, 


js ° ‘ . e 
and the helm was turned hard a-starboard; but/joyful news to hear him say he saw many people'risen eighteen inches. 


the ship went on ahead, and grounded. 
ter of the narrative jumped out of bed, snatched 
some clothes, and ran on deck; and through the 


\cried out that he could feel the bottom. “It was 


|had grounded inside the surf. It was then about 
'4.30, A. M. A few of us crawled off the piece 


Those remaining now noticed that the tide had 
It became necessary to 


The wri-|scattered about, standing on the wreck, which) construct some sort of fabric whereon to take 


shelter. “As the pieces drifted near we secured 
them, and placed them one above auother, any- 


yloom- he saw the line of white breakers ahead,|of wreck which had saved us; but the injured | how, without any sort of order, or distinct idea at 


stretching away right and left. 
asked— What danger, captain?”’ 
‘Never fear, she’s going astern.” 


did, as in a few seconds, more she went crash on 
the reef, 


was presented to our eyes! For at least a mile 


Mr. Parsons wasjclung to it till a little daylight appeared, when | first what we could or should do. At last so many 
He replied—)|they also crept on shore—no, not on shore, but|were piled up that we got on the top, above the 


| | . . 
“He must) on the reef, among wreck, water, and stones. —/ water, and began to arrange it in something like 
have meant the engines; for the ship herself never; When daylight fairly came, what a fearful picture order. 


It was squared as much as possible, and 
the flat boards laid along the top. The size might 


She went over a little to leeward on along the edge of the reef, inside the breakers, be ten feet square. ‘There were no lashings to 


lirst striking; then uprighted; and being raised! nothing was to be seen but wreck, piled up sev-jany part of it, as we had no rope. The few bot- 
by the swell, the way scarcely oif her yet, shejeral feet in awful confusion—timbers, planks,|tles of wine and odd provisions, &c., which we 
again crashed on the rocks with all her weight | doors, crushed boats, beds, trunks, baggage, bar-|had gathered Juring the day, were placed on the 
This seemed fairly to dash her whole bottom in,|rels, seamen’s chests, &c.; and all that remained top; by which time it began to come on dark, but 


sending the machinery, boilers and funnel up with/in the surf of the once proud Tweed was the port|stil] the tide was flowing.” 


a jerk some inches.”’ 
steam escaping in clouds. 


and but few dressed. 


The engines stopped, the|side from the sponson to the figure-head, over!ment was a little wine and oatmeal. 


ing, as each sea covered it, like a reed. ‘he 


That day the refresh- 
A prayer- 


rhe passengers and| which still stood the bowsprit and jib-boom, bend-|book was found, and a passenger read prayers. 
crew now crowded on deck, some almost naked, | 


** How often we sounded round our frail raft to 


“On striking the second; wheel was still attached to the sponson, and the! watch the tide! There was not room to lie down, 


time, the ship swung broad (port) side on the| paddle-box boat still covered the paddle-box, all} but all huddled together in a sitting posture, as 
» ! >} , The ot hy 2 : . , ' 
reel, and then fell over to windward. ‘The sea/held together by the machinery and the shaft.—|close as possible, to keep each other warm; still, 


then struck her, carrying 


xy away in a moment, as|'To this portion of the ship there still clung about the teeth chattering together, and limbs trembling 


a . ' . . . . . 
i they were feathers, the cutter, mail-boat, and) forty individuals, 40 whom we could render not! with extreme cold, might be heard and felt every- 


dingy astern. She then reeied to leeward, and 
back to windward; each time the timbers under- 
neath being heard to tear, crash, and give way 
with a fearful grating noise. 
ed away the starboard paddle-bex boat.” 


“The scene at this time was truly awful! The 


mynt was very dark, and piercing cold. Every-|even at the lowest tide. 


the slightest assistance.”’ 


They now conjectured, and rightly, that they 
were on the Alacranes, a reef fifteen miles long 


of Yucatan. ‘The reef is entirely under water, 
The intended course of 


where. Some tried to talk in a cheering tone, but 
it was a faint attempt, and of no use; the heart 
was too sad, and the thoughts too gloomy; so each 


rhe next sea dash-|py twelve broad, with deep water in the midst,| relapsed into silence, busy with his own sad re- 
land distant about sixty miles from the mainland flections, and longing for the morning light.” 


On this raft they remained for five days and 
live nights. Each day they labored bravely at 


where might be seen individuals clinging with all|the ship lay thirty’miles to the ‘south of the reef; the task of self-preservation; adding spars and 
their strength, some to the masts, others to the|and her deviation is imputed to currents, which|stones to the raft, picking up provisions and a 
sides, skylights, seats, boats, and rigging; the sea|carried them against a fierce north wind. Most|few fish; and using their scanty but lucky stock 
making a breach over all. Below, where all was) fortunate was it that they reached the reef at ebb- of provisions and stimulants with wise economy. 
dark, there seemed awful disorder; the lower|tide. ‘One article of their diet was a kind of ball made 
decks breaking up; the bulkheads, cabins, furni-| At daylight on the 12th, the people crept to-|of flour, salt-water, wine, and a little treacle: this 
ture, &c., washing about; and screams of people| gether to consult. It was bitterly cold; few had they called “Alacranes eake."’ ‘The people left 
in distress ! Oh it was fearful! and being with-| any clothing, and the first thing was to find some|on the wreck tried to join those on the raft, but 
Out power to assist made it worse. At this time|from the wreck. Next, they began to look after|the greater number perished in the attempt. Ulti- 
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mately there were collected on the raft sixty-nine 
persons; besides two live pigs and a sheep, a dead 
sheep, provisions, and a box of candles. 


(in the Sunday occurred a remarkable incident. 
“A writing desk was found, and in one eorner 
was a little box of about a dozen wax jucifer 
matches; but they were wet and would not light. 
Ye stuck them in the flour to dry, but very near 
lost them: one of the Spanish passengers having 
seen the box there, pocketed the box, throwing 
away the matches. When this was discovered a 
hue and ery was raised about the matches, on 
wineh our existence almost depended. The re- 
spectable portion of the Spaniards (some of them 
inost worthy and kind gentlemen) assisted in the 
search at once; and at last we made the delin- 
quent turn out the box, also a jar of preserves he 
had pocketed for his own use! He confessed 
having thrown the matches out; and on search- 
ing we found them scattered in some holes of the 
raft. A few of them were picked up, and dried, 
and at last we struck a light! Oh, joyful news tt 
was toall! We gave three cheers! <A candle 
was lighted and placed in an empty barrel, and a 
watch placed over it, with orders never to let it 
go out, by might or day. A piece of board lined 
with iron was found; and on this we soon hada 
fire blazing, having plenty of sticks at hand. The 
doctor and purser then got the dead sheep, skin- 
ned tina most skilful manner with an old razor, 
and we soon had a portion of it cooked. A piece 
was served out to each man; and all declared 
they never tasted such excellent mutton. One 
‘tottle’ of wine followed round to each. At noon 
we offered up our thanks to God for his good- 
ness, 

‘The engineers began a series of attempts to con- 
struct a still, in order to condense the salt-water 
and render it fit for drinking. "They first: tried 
earthen jars; but they broke. With some copper 
vessel and lead pipes thew sueceeded; and next 
day they obtamed a sort of distilled water. 

About IL o'clock on the 15th, some one ered 
“A sail!” Woras a vessel. A brig was approach- 
ing the reel; wt stopped outside the breakers, four 
miles off; and a canoe with eight men came to 
the raft. 

The patehed-up mail-boat had reached the land! 
When it left the reef on the Friday, those in it 
continued to row and sail gently along, across the 
reel wm great fear of running aground every mo- 
ment and damaging her fran hull “She touched 
often as she went along im the dark; bat they were 
able always to clear her. ‘The stem turned out 
not to be her frailest part, when once they got 
clear away, she leaked in so many places in the 
bottom, that (wo men bailing could scareely keep 
her tree; and had anv of them stood up in bes 
bottom, they would have gone through her. Phe 
clich offieer sat with the compass between his 
knees mn the dark, steering, but with great dith- 
culty making out the points of the compass; only 
doing so by now and then getting a glinpse of 
the flourish round the north pomt.’ Out at sea, 
by sitting ali well alt, they kept her bows out of 
water. By day break thev had passed the stnall 
island of Perez. On Sunday, at dawn, they saw 
land a few miles off, and at the same time a brio 
in the offing. At first she avoided them, suppos- 
ne the strange boat to be some piratieal erat; 
and when the ehief officer boarded her, be found 
all ia confusion, the people standing to defend 
themselves with fire-arms. She proved to be the 
brig Eonlio., a regular trader between Sisal and 
Havanna. She had been obliged to slip cables 
in the storm over-meht, and bad lett her master, 
Senor Bernardino Camp, on shore; but the mate, 
Senor Villaverde, instantly returned to Sisal, to 
state the case to his commander. Senor Camp 
did not delay a moment, but—forgetting his cargo 
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on the beach at Sisal, his appointed passengers, 
his insurance, and every selfish interest—set sail 
for the Alacranes. 





ae a for publishing by subscription a work en- 

titled, “A Review and Refutation of some of the Op- 
probrious Charges against the Society of Friends, as exhib- 
ited in a pamphlet culled, * A Declaration,’ &c., published 


The attempt to get the people off the reef by order of a Yearly Meeting of Orthodox Friends, (so eall- 


proved to be no easy task; the boats surmount- 
ing the surf with difficulty, and having so far to 
yo to the brig. Seventeen were put on board; 
seven narrowly escaped swamping; and a new 
course of action became necessary. The brig 
put out to sea during the dark; and the people 
passed one more night on the raft. Next day it 
was resolved to carry all the people in the canoe 
and small boat to the island of Perez; where the 
brig could come close and take them on board. 
Mr. Parsons forbade anything to be carried but 
the clothes actually worn and a trifle of provisions; 
the living freight being in itself a heavy load for 
the boats. T'wo black pigs therefore were left, 
sole occupants of the raft; and Mr. Parsons was 
the last man to step from it. ‘There were forty- 
two people in the canoe, ten in the small boat, 


‘and the voyage across the reef was one of dan- 


ger; any moment might have frustrated all their 
pains and destroyed them. ‘Phe second officer 


took his stand in the bow of the canoe, as she 


was obliged to take the lead; and, assisted by 
one of the natives of Sisal belonging to the boat, 
with poles sounding, he kept a look-out for reefs 
and danger. Sometimes we used the oars, and 
at others the sail; the canoe often grating over 
the reefs, which made us shudder, till we had gone 
three or four miles in the dark, when we thought 
it best to come to an anchor, about eight, P.M.” 
That was one of the worst nights passed in the 
reel. 

Wednesday the 17th proved a lovely day, and 
the boats went smoothly on. At eleven they 
passed a small island; and at two they reached 
Perez. ‘This is a kind of station to which the 
fishers of Campeachy and Sisal occasionally re- 
set; and on it were some buts and butts of fresh 
water. It proved a paradise after five days and 
nights of suffering on the reef. The brig came 
round; in two trips the canoe put all on board; 
and on the following day they reached Sisal. 

After a week's repose, the shipwrecked people 
embarked in the Emiho for Llavanna, and arrived 
on the 3d of March.  Tlere, struck by the noble 
conduct of Senor Camp and Senor Villaverde, 
the inhabitants got up a collection, and presented 
4000 dollars to them; the governor-general head- 
ing the subseription. ‘They would have declined 
it; generously offering it for the benefit of the 
widows and faunhes of the poor men lost in the 
Tweed. ‘The British consul now interposed; as- 
suring the two brave men that the countrymen 
of the sufferers ‘at-home’ would “do 


duty.’ —Spectator. 

N HAND, plain style Dress Goods, suitable for Friends 
( ) consisting in part of block Silks, neat plaid and stripe 
do.; plain Ginghams; do. Lawns, some as low as 124 and 
1s? cents per yard, warranted fast colors; mode colored De 
Laines and Alpacas; neat Chintzes. Mohair, Thibet, De 
Laine, Norwich, Merino, Cashmere, and other Shawls. An 
assortment of Sheeting and Shirting Linens and Muslins; 
Huckaback, Damas, and other ‘Towelling; Lenos; Book 
Muslins; do. do. Handkerchiets; Crape Lisse; Bobinetts 
and Blonds, in all varieties; Barcelona Handkerchiefs, 
white and colored; extra quality Sik Mitts; Hosiery of all 
kinds, &c., &e., &e., at G. & H. TAGG’'S, 

4mo. 29.—tf. 9. S. E. corner of 10th and Pine. 

N. B. Just opened a lot of extra quality Book Muslins, 
and do. do. Handkerchiefs, at 124 cents,—auction goods, 
FLOOR MATTINGS. 
THE SUBSCRIBERS offer for sale all widths of colored 
| and white Canton and Nankin Mattings. Also, Floor 


their 








and ‘Table Oil Cloths, Ingrain and Venitian Carpetings of 


plain style,—to all of which they respectfully invite the at- 
tention of Friends. 
HARTLEY & KNIGHT, 
No. 148 South Second Street, above Spruce. 
5mo. 8—3in* 6. 


ed) in the year 1428. By William Gibbons, late of Wil- 
mington, Delaware, deceased.” 

This work, which was prepared a short time prior to the 
decease of the author, has been approved by the Represen- 
tative Committce of Philadelphia Yearly Meeting. It was 
not designed as a controversial production, but to defend 
from unjust imputations the character of the author, and of 
those with whom he was associated in religious intercourse; 
and especially to present to the younger class of members a 
correct exposition of the prevailing views held by the So- 
ciety, from the early period of its history to the present 
time, on the points involved in the inquiry. 

It will be accompanied with a biographical memoir of the 
deceased, prepared by his family,—the whole comprising 
about 200 pages, duodecimo, on good paper, and with good 
eather binding. 

Price 624 cents a single copy, or $6 for twelve copies de- 
livered together, payable on delivery, at ‘I’. E. Chapman’s 
Book Store, No. 74 North Fourth Street, Philadelphia. 

The work will be put to press us soon as an estimate can 
be made of the number of copies required. It is therefore 
desirable that the subscription papers be returned to T. E. 
Chapman by the Ist of the Eighth Month next. 

Philada 6mo. 12th, 1847. 


tf. 11, 
CHOICE GOODS FOR FRIENDS. | 


N HAND an unusually pretty assortment of Plain 
( Goods, Mode Mouslins, Bareges and Silk ‘Tissue, Mode 
Goats’ Hair, Satin Plaid and Striped do., (a new article); 
Small Figured Mouslins, Bareges, and Lawns; Very Neat 
Plaid Ginghams and Chintzes; Drab, Brown, and Olive Al- 
pacas; Mode Silk Fringe Thibet Shawls; Lace, and Silk 
Fringe do.; Embroidered and Bound Thibet do.; 8-4 Thibet 
Squares for Shawls; Barcelona and Silk Cashinere Shawls; 
Real India Sarsnet and Pattisway do.; Book Muslins, and 
Book Muslin Handkerchiefs; Gauze, Crape, and Blond; Silk 
Mitts; do. with half fingers, and Long Silk Mitts. 
Also, Neat Plaid and Striped Cambric Muslins, Mull, 
Nansook, Jaconet and Swiss Muslins. 
JOHNS & PAYNE, 


North-East corner of Fourth and Arch Streets. 
5mo, 8—tf. 6. 


NEW 











DRY GOODS 


FOR FRIENDS. 

N ENTIRE FRESH STOCK.—The Subscriber (for- 
£\. merly at the corner of Fourth and Arch Sts.,) having 
returned to the city, has located himself at No. 79 Arch St, 
between Second and Third Streets, north side, and provided 
a fresh Stock of New and Seasonable Dry Goods to which 
he will be daily adding new varieties. Particular attention 
given, as heretofore, to plain and medium, as well as the 
gayer styles of Dress Fabrics, Shawls, Gloves and Hosiery, 
Linen Cambrie Handkerchiefs, Unshrinkable Flannels, 
Furnishing and Staple Goods generally, of good quality, 
which will be disposed of at a very small advance on Auc- 
tion or Importation cost, for Cash. 

The Subseriber feels assured, from his former experience, 
and from the fact that the whole of his present Stock is en- 
tirely new, that he can offer such inducements as will make 
it the interest of purchasers to give an early examination. 

CHARLES ADAMS, 
No. 79 Arch St. between 2d and 3d, North Side. 


Philada, 4th month 10th, 1847.—tf. 2 

JAPER HANGINGS, WINDOW PAPERS, BOR. 
| DERS, &c.—The Subscriber having a large Paper 
Hanging Manufactory connected with bis Paper and Book 
Store, offers a handsowwe assortment of fine Satin, or Com- 
mon Papers, and French and American Porders, which be 
will put on walls by careful and experienced workmen in 
any part of the city or country, at short notice. 


Wim. D. PARRISH, 
No. 4 North Fifth St. 


STORE 


4mo, 24—tf. 4. ee en 


HAT MANUFACTORY. . 

YMMOR KIMBER, Jn., HAT §& CAP MANUFAC. 

% TURER, No. 34 N. Fourth street, (under the Mer- 
chants’ Hotel,) would respectfully call the attention of bis 
friends and the public to bis fresh and general assortment 
of Hats and Caps, finished and trimmed in the neatest 
manner, and latest style. The quality, color, shape and 
general taste, will be found quite equal to any other in the 
city, at the lowest prices, ranging from $1,50 to $4,50. 

KE. K. has for many years paid particular attention to the 
manufacture of PLAIN HATS, and feels confident that bis 
experience in this branch of business will enable him to 
give his friends every satisfaction. 4mo. 3—tf.l 


PRI OFFICE. 








PRINTING 

OHN RICHARDS, Book and Job Printer, No. 299 
e) Market S reet, third door below Eighth, North Side.— 
LP Job Printing executed with neatness and despatch. 





